THE  A.G.D.  WILES  CHAPEL 

Newberry  College 
Newberry,  South  Carolina 
Completed  in  1967,  the  chapel  seats  1,200.  Also 
houses  the  college's  Little  Theatre  on  the  ground 
floor  seating  300.  Named  by  the  Board  of  Trustees 
in  honor  of  the  college's  President. 
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